J Wood Sci (2007) 53:178 
DOI 10.1007/sl0086-006-0884-2 


© The Japan Wood Research Society 2007 


ERRATA 
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Published online: March 3, 2007 

Errors appear in the next-to-last sentence of the second 
paragraph in the subsection “Acetylation and formalde¬ 
hyde treatment” in “Materials and methods.” The sentence 
should read as follows: “The values of WG for formalde¬ 
hyde-treated wood were 0.59%-5.42% and those for acety- 
lated wood were 16.7%-24.5%.” 

In addition, an incorrect version of Fig. 2 was published. 
The correct figure appears here. 
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Fig. 2. Effect of chemical modifications on fluidity of quenched wood 


The online version of the original article can be found at 
http://dx.doi.org/10.1007/sl0086-006-0831-2 
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